You can see Phil Willis in the conspiracy videos claiming that the back 
of Kennedy's head was blown out.  He even puts his hand on the back of 
his head to show where he supposedly saw Kennedy's head explode.

What did he tell the Warren Commission?

<Quote On>------------------------------------------------------


	Mr. LIEBELER. Did you actually observe the President when he was
hit in the head? 

	Mr. WILLIS. No, sir; I did not. I couldn't see that well, and I
was more concerned about the shots coming from that building. The minute
the third shot was fired, I screamed, hoping the policeman would hear me,
to ring that building because it had to come from there. Being directly
across the street from the building, made it much more clear to those
standing there than the people who were on the side of the street where
the building was. 

	Mr. LIEBELER. So you thought you had picked out a particular
building at the time when you heard the shots? 

	Mr. WILLIS. Absolutely.

	Mr. LIEBELER. What building was that?

	Mr. WILLIS. The Texas School Book Depository Building.

	Mr. LIEBELER. You were pretty sure?

	Mr. WILLIS. I felt certain. I even looked for smoke, and I knew it
came from high up. 

	Mr. LIEBELER. How did you know that?

	Mr. WILLIS. I even observed the clock on top of the building, it
was 12:33 when I looked up there. 

	Mr. LIEBELER. The clock on top of the School Book Depository?

	Mr. WILLIS. There is a Hertz sign on top of the building, and it
alternates the time of day and the temperature, and when I looked up, it
was 12:33, and the temperature was 68 degrees, as shown in my slide on No.
12. 

	Mr. LIEBELER. So you did not actually observe the President at the
time he was hit in the head? 

	Mr. WILLIS. No, sir; I was just taking a picture of him, and the
presidential party in the car come through my viewfinder and my camera.
But my little daughter ran back and said, "Oh, Daddy, they have shot our
President. His whole head blew up, and it looked like a red halo." 
